From: 

Salem, Sharon (DPH) 

Sent: 

Monday, July 21, 2008 3:43 PM 

To: 

Nassif, Julianne (DPH) 

Subject: 

RE: address 

Hi Julie, 



Sorry, I had Thursday and Friday off last week so I’m late getting back to you. 

Our full address is: 

Department of Public Health 
Room N253 

Western Mass Public Health Center 
181 Stockbridge Road 
Amherst, MA 01003 


From: Nassif, Julianne (DPH) 

Sent: Thursday, July 17, 2008 3:11 PM 
To: Salem, Sharon (DPH) 

Subject: address 


Hi Sharon, 

What is the full street address for your lab? 
Thanks, 

Julie 

juiia\A\A& NctssLf 

Director, Division of Analytical Chemistry 
William A Hinton State Laboratory Institute 
Massachusetts Department of Public Health 
305 South Street Boston, MA 01230 
voice 617-983-6651 fax 617-983-6662 
julianne. nassif@state.ma. us 
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